Domestic Cl Program 


106 brands are currently received through the Domestic C! Program (40 Philip Morris 
and 66 competitive packings). Approximately one-half of the brands are received and 
tested each month. 

Philip Morris and Brown & Williamson brands are tested Feb, Apr, June, Aug, Oct and 
Dec. 

Reynolds, Lorillard, and Liggett brands are tested Jan, March, May, July, Sep and Nov. 
Six brands are tested every month (marked on brand listing). 
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